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This  workshop  is  intended  for  occupational 
health  nurses,  industrial  audiometric  technic- 
ians, safety  supervisors  and  others  concerned 
with  hearing  measurement  and  conservation.  It 
is  designed  to  train  participants  to  perform  pure 
tone  air  conduction  audiograms,  implement  an 
adequate  hearing  protection  programme,  and 
assist  management  in  planning  and  conducting  a 
hearing  conservation  programme  under  adequate 
supervision. 

Instruction  will  follow  that  outlined  and  approved 
by  industrial  medical,  nursing,  and  hygiene  de- 
partments, as  well  as  by  speech  and  hearing  or- 
ganizations. Those  in  attendance  will  have  an 
opportunity  to  become  familiar  with  equipment 
ordinarily  used  for  air  conduction  hearing 
measurement. 


TIME:  2'/2  days  (full  time) 

November  19,  20,  21,  1969 
Commencing  with  dinner  at 
6:30  p.m.  on  November  19 

PLACE:  Brennan  Hall,  St.  Michael’s 
College,  St.  George  Campus 

FEE:  $100.00  (tuition,  course 

materials  and  dinner  on 
Wednesday) 


DID  YOU  KNOW? 


• There  may  be  100,000  Canadians  with  hearing 
losses  caused  by  noisy  working  conditions. 

• Research  indicates  that  20-30%  of  all  adult 
employees  have  significant  hearing  losses. 

• Most  hearing  losses  can  be  detected  only  by 
audiometric  hearing  measurement. 

• Potentially  costly  claims  can  only  be  fairly 
assessed  if  hearing  testing  is  done  early  in 
employment,  and  periodically  thereafter,  pre- 
ferably within  reasonable  access  of  the  work 
location. 

• Much  can  be  done  to  reduce  noise  deafness 
with  adequate  hearing  conservation  program- 
mes. 


COURSE  DIRECTOR 

Dr.  D.R.  Warren 
Associate  Professor 
School  of  Hygiene 
University  of  Toronto 
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Send  To: 

# DEPARTMENT  OF  BUSINESS,  ENGINEERS 
NURSING,  & SPECIAL  PROGRAMMES 
DIVISION  OF  EXTENSION 
UNIVERSITY  OF  TORONTO 
84  QUEEN’S  PARK 
TORONTO  5,  ONTARIO 


